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West Adams Survey Response 


District Totals 

Bldg SF Total 

580,286 

100% 

Lot Sz Total 

1,177,421 

100% 

Frontage Total 

19,015 

100% 

Supportive 
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Bldg SF Total 

224,388 

39% 

Lot Sz Total 

404,302 

34% 

Frontage Total 

5,871 

31% 

No Opinion 

Bldg SF Total 

31,033 

5% 

Lot Sz Total 

68,024 

6% 

Frontage Total 

884 

5% 


Bldg SF Total 

324,865 

56% 

Lot Sz Total 

705,095 

60% 

Frontage Total 

12,260 

64% 
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